Mockingboard Parts - Each Board 


2 - 1N4148 - Glass axle (or 1N914) 

3 - 220uf 16v - Caps - catalytic 

1 - Glass ceramic 5pF cap 
13 - .1 uF ceramic cap 

3 - 10 uF 25v cap 
3 - Ik ohm 
2-10 ohm 

2 - 10k ohm 
2 - 2k ohm 

5 - 4.7k ohm 

4 -3.3k ohm 

2-24 pin machine socket 

2-40 pin machine socket 

1-14 pin machine socket 

2-8 pin machine socket 

2-AY-3-8913IC(24pin) 

2 - 6522 VIA IC (40 pin) 

l-74LS05NIC(14pin) 

2 - LM 386N-3 IC (8 pin) 

1 - Female Stereo Mini-8 Jack - 90 Degree 

2 - 9.2k ohm pot with thumb wheel 

Notes: No Speech Chips or Sockets - Leave open for upgrade 


